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-1 
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REVISIONS 


REV 
DESCRIPTION 
DATE 
INITIAL APPROVED 


ASSY 
QTY 
ASSY 
QTY 
B/O 
Part # 
Defau 
lt/QTY 
. 
Description 
Material 
B/O INFORMATION OR SPECIFICATIONS 
PG. 


-1 
1 
MVA LIFTING TOOL 
RBW1805G01531-3G 
1 


-3 
1 
MVA INSTALLATION TOOL 
RBW1805G01631-3G 
1 


-5 
1 
MVA REMOVAL TOOL 
RBW1805G01731-3G 
1 


-7 
1 
BOTTOM TOOL CUSHION 
Y20, BLACK 
5.89 X 14.54 X 18.99 
2 


-9 
1 
TOP TOOL CUSHION 
Y20, BLACK 
1.79 X 14.34 X 18.75 
3 


-11 
1 
PLACARD 
PLASTIC 
1/16 X 4-1/8 X 6-1/8 
4 


B/O 
-13 
1 
CASE 
PLASTIC 
PELICAN #1550NF 
N/S 


B/O 
15 
1 
RED BARN PLACARD 
ALUMINUM 
RB41009 
N/S 


B/O 
-17 
4 
#2 DRIVE SCREW 
COATED STEEL 
1/8 MCMASTER-CARR #90081A074 
N/S 


This drawing, specifications, and concepts contained here in are the sole property of 
Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


2. DIMENSIONAL LIMITS APPLY AFTER 
PLATING 


1. BREAK ALL SHARP EDGES .015 x 45 
OR .015R 


.XXX 


.X 
.XX 
.005 


.1 
.01 


SCALE 


DWG NO. 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 


TITLE 


SHEET 1 OF 4 


RED BARN MACHINE 


RBW1805G01431-3G 


DATE 
6/20/2013 
1:8 


REV 


ANGLES ±.5° 
FRACTIONS ± 1/32 
FINISH 


SPEC 


TREAT 
HEAT 
APPROVED 


DRAWN BY: 
SMITH 
D Weil 


USED ON MODEL 
AW139 


TOOL KIT, MAST VIBRATION ABSORBER REM/INST 


MAT'L 


-7 


BOTTOM TOOL CUSHION 


28X R .13 


4X R.68 


0 
1.50 
2.46 


7.70 
8.66 


13.25 
13.89 


15.85 
16.49 


18.99 


12.20 


17.41 


12.12 


17.49 


0 


2.51 


7.26 


12.04 


14.54 


3.24 
3.99 
4.44 
5.20 


7.70 
8.84 
9.49 
10.68 
11.17 
12.04 


12.56 


17.05 


2X 
3.05 


5.39 
2X 1.06 


2X .78 
4X 2° 


2X R .68 


5.89 


5.39 


5.39 


REVISIONS 


REV 
DESCRIPTION 
DATE 
INITIAL 
APPROVED 
This drawing, specifications, and concepts contained here in are the sole property of 
Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


2. DIMENSIONAL LIMITS APPLY AFTER 
PLATING 


1. BREAK ALL SHARP EDGES .015 x 45 
OR .015R 


.XXX 


.X 
.XX 
.005 


.1 
.01 


SCALE 


DWG NO. 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 


TITLE 


SHEET 2 OF 4 


RED BARN MACHINE 


RBW1805G01431-3G-7 


DATE 
6/20/2013 
1:8 


REV 


ANGLES ±.5° 
FRACTIONS ± 1/32 
FINISH 


SPEC 


TREAT 
HEAT 
APPROVED 


DRAWN BY: 
SMITH 
D Weil 


USED ON MODEL 
AW139 


TOOL KIT, MAST VIBRATION ABSORBER REM/INST 


MAT'L Y20, BLACK 


-9 


TOP TOOL CUSHION 


1.50 


4.00 


5.97 


6.00 
6.00 
1.80 


14.34 


18.75 


1.75 
1.03 
4X .58 X 45° 


.13 


1.79 


2X .40 


3.25 


4X 2° 


1.59 


REVISIONS 


REV 
DESCRIPTION 
DATE 
INITIAL 
APPROVED 
This drawing, specifications, and concepts contained here in are the sole property of 
Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


2. DIMENSIONAL LIMITS APPLY AFTER 
PLATING 


1. BREAK ALL SHARP EDGES .015 x 45 
OR .015R 


.XXX 


.X 
.XX 
.005 


.1 
.01 


SCALE 


DWG NO. 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 


TITLE 


SHEET 3 OF 4 


RED BARN MACHINE 


RBW1805G01431-3G-9 


DATE 
6/20/2013 
1:4 


REV 


ANGLES ±.5° 
FRACTIONS ± 1/32 
FINISH 


SPEC 


TREAT 
HEAT 
APPROVED 


DRAWN BY: 
SMITH 
D Weil 


USED ON MODEL 
AW139 


TOOL KIT, MAST VIBRATION ABSORBER REM/INST 


MAT'L Y20, BLACK 


-11 


PLACARD 


4.00 


6.00 


BLACK BACKGROUND 
WITH WHITE LINES & LETTERS 


ARIAL 3/16 LETTERS 


ARIAL 1/8 LETTERS 


.06 
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DESCRIPTION 
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INITIAL 
APPROVED 
This drawing, specifications, and concepts contained here in are the sole property of 
Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


2. DIMENSIONAL LIMITS APPLY AFTER 
PLATING 


1. BREAK ALL SHARP EDGES .015 x 45 
OR .015R 


.XXX 


.X 
.XX 
.005 


.1 
.01 


SCALE 


DWG NO. 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 


TITLE 


SHEET 4 OF 4 


RED BARN MACHINE 


RBW1805G01431-3G-11 


DATE 
6/21/2013 
1:1 


REV 


ANGLES ±.5° 
FRACTIONS ± 1/32 
FINISH 


SPEC 


TREAT 
HEAT 
APPROVED 


DRAWN BY: 
SMITH 
D Weil 


USED ON MODEL 
AW139 


TOOL KIT, MAST VIBRATION ABSORBER REM/INST 


MAT'L PLASTIC 


